From: Website Contact Form Submission [no-reply@rhcloud.com] 

Sent: 8/16/2017 2:16:10 PM 

To: contactgov [/o=ExchangeLabs/ou=Exchange Administrative Group 

(FYDIBOHF23SPDLT)/cn=Recipients/cn=7ce8741105614afe8a8cc762547a4b2c-contactgov] 
Subject: Form submission from: Contact Governor Cooper 


Submitted on Wednesday, August 16, 2017 - 2:16 pm 
Submitted by anonymous user: 127.9.253.129 
Submitted values are: 

First Name: Lynn 
Last Name: Gambon 
City: Monroe 
State: NC 

Emai1: gambonlynn®gmai1.com 
Phone Number: 7047743559 
Message: 

I've tried for two days to call and the voicemail box is full. Even when I 
dialed 0 that was full. 

This is my statement that I oppose the Atlantic Coast Pipeline for obvious 
reasons; sooner or later there will be a spill or leak and NC will have a 
mess to clean up, will lose tourist revenue, and sea life will be killed. We 
can't even get money for hurricane Matthew from the federal government so the 
pipeline would be setting NC up for a disaster. 


The results of this submission may be viewed at: 
https://governor.nc.gov/node/ll/submissi on/19435 



